The  beautiful  1904  FIRST  PRESBYTERIAN 
CHURCH  was  organized  in  1888  by  William  B. 
Bloys.  The  church  is  nestled  among  the  volcanic 
boulders  at  the  foot  of  Sleeping  Lion  Mountain  in 
Fort  Davis,  Texas.  (Photo  ©  by  Kathy  M.  Bencomo) 
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